I.    Interior  horizontal   wall-to-floor connection

2.    Exterior   horizontal   walHo-floor connection

3.    Vertical   wal I - to - wal I   connection

4.    Horizontal   floor- to - floor  connection

Fig. 46  Connection Classification and Location

There are also secondary joints, e.g., between lintels and wall panels,
etc., however, since their design is usually straightforward, they will
not be discussed in this report.

2.6.1 Interior Wall-to-Floor Connections

This connection is also termed a horizontal function, a horizontal

joint or a compression transfer connection. Various details are
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currently in use for this connection/         ' Most widely

used among these is the "platform" connection (also known as the
"closed" or "American" type connection) shown in Fig. 47.

In the typical "American" connection, prestressed hollow core slabs
extending over wall panels are continuously supported on bearing
pads. Cast-in-place grout fills the vertical space between floor
plank and usually a portion of the hollow cores of the plant it-
self. In the latter case paper or plastic dams are inserted into
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quent report.
